To:  Merritt,  Steven[Merritt.Steven@epa.gov] 

From:  Davis,  Tim 

Sent:  Tue  8/1 1/2015  10:31 :17  PM 

Subject:  RE:  Can  you  change  the  link  text? 


You  da  MAN!!  © 


From:  Merritt,  Steven 

Sent:  Tuesday,  August  11,  2015  4:17  PM 

To:  Davis,  Tim 

Subject:  Re:  Can  you  change  the  link  text? 


Yep! 

Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 

1 595  Wvnkoop  ST  (8EPR-ER) 

Denver.  CO  80202-1129 

303-3!  2-6 146  - Work 
303-775-7226  - Mobile 
303-3 i 2-7203  - Fax 

Merritt.Steven@epa.gov 


Sent  from  my  iPhone... 

On  Aug  1 1,  2015,  at  4:09  PM,  Davis,  Tim  < Da vi s .Tim @cpa. gov>  wrote: 


1789257 


ED  000552D  00006784-00001 


Hi  Steve! 


Instead  of  saying  <a  href=http://www2.epa.gov/goldkingminc>Region  8 Gold  King  Mine 
Website</a>,  can  you  say: 


<a  href-http://www2.epa.gov/goldkingmine>EPA’s  Gold  King  Mine  Website</a> 


And  you  don’t  need  the  colon  after  that  “at”  (which  is  ideally  “on”  rather  than  “at”)  before 
the  link  text.  Just  have  it  read  like  a sentence: 


The  latest  updates  and  information  on  the  response  at  available  on  EPA's  Gold  Kino  Mine  Website. 


Thanks! 

-Tim 
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